156     DOCKETED ITEMS
S. Reportable occurrences, LERs & related correspondence
8503060800   LER   84-075-01   on   841111,leak   discovered   in   thermowell   1B33-NO 23B.Caused by mechanical fatigue due to turbulent flow conditions.Thermowell & resistance temp device replaced.lnsp will be performed during outage.W/850211 Itr. ZOLOTY.D., DIEDERICH.GJ. Commonwealth Edison Co. 85/02/11. 4pp. 29252:250-29252:253.
8503040480 Forwards Part 21 rept re energy absorbing pipe restraints w/ dynamic crush strength valves below accessible levels.Rept withheld (ref 10CFR2.790). GRAPER.H. Hexcel Corp. 85/02/12. MARTIN.J.B. Region 5, Office of Director. 2pp. 29179:178-29179:179.
8503110022 LER 84-093-01 :on 841219,technician found plastic bag.labeled w/radioac-tive matl sticker.Room unattended & unsecured.Bag disposed of at later date.W/ 850221 Itr.
ALDRICH.LR., DIEDERICH.G. Commonwealth Edison Co. 85/02/21. 3pp. 29307:129-29307:131.
8503110042 LER 85-011-00:on 85Q202,group 1 isolation occurred due to high main steam tunnel ambient air temp.causing reactor scram.Caused by lack of ventilation flow to steam tunnel. Isolation dampers repaired.W/850222 Itr. ULLRICHJ., DIEDERICH.G. Commonwealth Edison Co. 85/02/22. 4pp. 29306:247-29306:350.
8503140500 LER 85-012-00:on 850208,reactor water cleanup sys isolated on high differential flow.Caused by sys blowing down to main condenser.Sys restarted.Flow elements will be recalibr.
REIS.J.B., DIEDERICH.G.J. Commonwealth Edison Co. 85/02/25. 5pp. 29391:349-29391:353.
8503180204 LER 85-008-00:on 850202,exhaust secondary containment isolation dampers inoperable.Caused by failure of solenoid valves.Solenoid valves replaced.W/ 850226 Itr.
SPRUNGER.C.K,,   DIEDERICH.G.J.   Commonwealth   Edison   Co.   85/02/26.   4pp. 29421:061-29421:064.
8503150256 LER 85-014-00:on 850204,vacuum breaker valve opened & reclosed to equalize pressure between suppression pool & drywc'LCaused by adding nitrogen to reduce drywell oxygen concentration.Procedure will to; rev,sod.W/85C3D* ::r. SPRUNGER.C.K.,   DIEDERICH.GJ.   Cornmonwealr.   Edison   Co    85'C-3/0'.   4pp. 29394:290-29394:293.
8503150132 LER 85-016-00:on 850208,Door 426 to reactor water cleanup HX B room found unsecured & unattended.Caused by personnel error.Counseling given to individual responsible.W/850307 Itr.
ALDRICH.LR.,    DIEDERICH.G.J.    Commonwealth    Edison   Co.    85/03/07.    3pp. 29397:189-29397:191.
8503150155 LER 85-017-00:on 850208,reactor scrammed on low reactor vessel level.Caused by placing defective jumper in feedwater pump NPSH trip circuit.Circuit modified.Oil sys flushed. W/850307 Itr.
KOENIG.RA,    DIEDERICH.G.J.    Commonwealth    Edison    Co.    85/03/07.    7pp. 29394:271-29394:277.
8503250372 LER 85-018-00:on 850216.H2 grab sample obtained for unit offgas hydrogen recombiner effluent.Caused by inoperability of hydrogen analyzers.Sample obtained at greater than allowable frequency.W/850307 Itr.
ALDRICH.LR.,    DIEDERICH.G.J.   Commonwealth   Edison   Co.    85/03/07.    3pp. 29501:166-29501:168.
8503150369 PNO-II 1-85-021 :on 850308,security officer accidentally fired revolver during cleaning.Officer failed to remove one bullet from revolver.Officer suspended from duty.Weapons handling procedures reviewed by all security personnel: CREEDJ., HIND.J. Region 3, Office of Director. 85/03/08. 1p. 29370:361-29370:361.
8503250303 LER 85-019-00:on 850212,Door 606 to high radiation area boundary found ajar w/radiation protection sign between door & jamb.Caused by equipment attendant opening door.Alarm resetSign reposted.W/850308 Itr.
HIEGGELKE.D.W.,   DIEDERICH.GJ.   Commonwealth   Edison  Co.   85/03/08.   3pp. 29502:155-29502:157.
8503250307    LER    85-013-00:on    850212,while    finishing . precoatina    of    filter demineralizer.reactor water cleanup sys isolated on high differential flow.Caused by internal accumulated sys leakage & flow perturbations.W/850308 Itr. REIS.J.B., DIEDERICH.GJ. Commonwealth Edison Co. 85/03/08. 5pp. 29502:158-29502:162.
8503250424 LER 85-020-00:on 850214,gate to high radiation area found unlocked & unattended.Caused by individual leaving high radiation gate open & unattended.Gate closed & secured & personnel counseled.W/850308 Itr.
ALDRICH.LR.,    DIEDERICH.GJ.   Commonwealth   Edison   Co.    85/03/08.    3pp, 29500:253-29500:255.
8503280392 PNO-lll-85-027:on 850321 .automatic scram occurred.Caused by personnel error.Plant will remain shut down until 850328 to complete installation of critical path ECCS environmental qualified instrumentation.
LANDSMAN.R., SHAFER.W. Region 3, Office of Director. 85/03/22. 1p. 29551:285-29551:285.
V. Operator Examinations
8502280348 FOIA request for four categories of documents re results of written operator exams at listed facilities.including dates of exams & number of candidates taking exams.
HANAUER.S.H. Technical Analysis Corp. 84/11/01. Office of Administration. 2pp. 29173:007-29173:008.
8502280386 Responds to FOIA request for four categories of documents re results of written   operator   exams   at   listed   facilities.   Forwards   documents   subj   to request.Documents also available in PDR.Portions of documents withheld. FELTON.J.M. Division of Rules and Records. 84/12/11. HANAUER.S.H. Technical Analysis Corp. 1p. 29173:009-29173:051.
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F. Security, medical, emergency & fire protection plans
8503250218 Corrected Page 9 to Rev 3 to Emergency Planning Procedure TSN-EOF-1 "Initial Activation of Recovery Staff."
*  Commonwealth Edison Co. 84/06/30. 2pp. 29492:103-29492:104.
8503180418 Responds to NRC 841228 Itr re violation noted in Insp Repts 50-373/84-29 & 50-374/84-37.Corrective actions:Procedure LIS-RT-05 will be revised by 850211 to clarify steps required to rest isolation logic.
FARRAR.D.L Commonwealth Edison Co. 85/01/25. KEPPLERJ.G. Region 3, Office of Director. 3pp. 29383:349-29383:351.
8503080079 Forwards Insp Repts 50-373/85-02 & 50-374/85-02 on 850121-28.No non-compliance noted.
PAPERIELLO.C.J. Region 3, Office of Director. 85/02/14. REED.C. Commonwealth Edison Co. 2pp.
-8503080084 Insp Repts 50-373/85-02 & 50-374/85-02 on 850121-28.No noncompli-ance or deviation noted.Major areas inspected: licensee actions on previously identified items.activation of emergency plan & emergency detection & classification. PLOSKIJ., PHILLIPS.M.P. Region 3, Office of Director. 85/02/14. 13pp.
8503130492 Forwards Meeting  Repts 50-237/85-02,50-249/85-02, 50-254/85-0350-265/85-03,50-295/85-06,50-304/85-07, 50-373/85-04,50-374/85-04,50-454/85-03'50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen Ellyn.lL PAPERIELLO.CJ. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505  Meeting   Repts   50-237/85-02,50-249/85-02,50-254/85-03,   50-265/85-03,50-295/85-06,50-304/85-07.50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Major areas discussed;emergency preparedness PLOSKI.TJ. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348. '
8503180291 Forwards Insp Repts 50-373/85-03 & 50-374/85-03 on 850114-30 & notice of violation.
HIND.J.A. Region 3, Office of Director. 85/02/21. REED.C. Commonwealth Edison Co. 2pp. 29420:348-29420:361.
-8503180308 Insp Repts 50-373/85-03 & 50-374/85-03 on 850114-30, Noncompliance noted:failure to conduct required radiological environ monitoring program.failure to submit required maps & annual rept & failure to conduct audit. ROZAK.S. Region 3, Office of Director. 85/02/21. 10pp. 29420:352-29420:361.
8503040436 Forwards Rev 16 to Dresden.Rev 20 to LaSalle.Rev 17 to Quad Cities & Rev 14 to Zion security plans.Revs address changes to sygnetron sys.Revs withheld (ref 10CFR73.21).
FARRAR.D.L Commonwealth Edison Co. 85/02/25. Region 3, Office of Director 1c 29178:356-29178:356.                                                                                                "
8503120495 Advises that 850225 Rev 20 to physical security plan consistent w/provi-sions of 10CFR50.54(p) & acceptable.
AXELSON.W.L. Region 3, Office of Director. 85/03/07. FARRAR.D.L Commonwealth Edison Co. 2pp. 29313:020-29313:021.
P. Operating license stage documents & correspondence
8503010343 Application for amend to Licenses NPF-11 & NPF-18,changing Tech Specs to conform to 10CFR50.73 requirements & deleting channel check requirements from certain instruments. Fee paid.
MARSHALLJ.G. Commonwealth Edison Co. 85/02/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29164:293-29165:018.
-8503010347 Proposed Tech Spec changes to conform to 10CFR50.73 requirements & to delete channel check requirements from certain instruments.
*  Commonwealth Edison Co. 85/02/21. 84pp. 29164:295-29165:018.
8503080193 Forwards updated schedule of equipment qualification test programs for each station.
ALEXANDER.G. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 10pp. 29275:015-29275:024.
8503080328 Suppls proposed amend to Licenses NPF-11 & NPF-18 re Tech Spec change request concerning reporting requirements. Confirms that facilities comply w/ requirements of 10CFR50.72 & 10CFR50.73.in response to NRC 850227 telcon MARSHALLJ.G. Commonwealth Edison Co. 85/03/05. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29272:067-29272:067.
8503140169 Appeals 850220 denial of 2.206 petition requesting immediate postponement of integrated leak rate tests until weight coefficient validated. Response to listed issues requested in 10 days.
REYTBLATT.Z.V. Warren Wilson College, Swannanoa. NC. 85/03/06. DENTON.H.R.  Office of  Nuclear Reactor Regulation,  Director.  8pp.  29357-178-29357:212.
8503150278 Appeals 850220 denial of 850109 emergency relief petition concerning Vo-lumetrics computer program for processing leak rate test raw data.Use of program should be terminated until debugged & revalidated.FOIA request encl.W/o end. REYTBLATT,Z.V. Warren Wilson College, Swannanoa, NC. 85/03/08. DENTON.H.R.  Office of Nuclear  Reactor Regulation.  Director. 2pp.  29370:238-29370:248.
8503190225 Advises that License Condition 2.C.(14) re compliance w/criteria for Phase II of control of heavy loads (NUREG-0612,Unresolved Safety Issue A-36) satisfied. SCHWENCER.A. Licensing Branch 2. 85/03/12. FARRAR.D.L Commonwealth Edison Co. 3pp. 29421:357-29421:359.
8503280119 Forwards request for addl info re response to Generic Ltr 83-28,ltems 2.2.2 & 4,5.3.Response requested within 60 days for Item 2.2.2 & within 90 days for Item 4.5.3.
SCHWENCERA Licensing Branch 2. 85/03/19. FARRAR.D.L Commonwealth Edison Co. 5pp. 29548:336-29548:340.ccurred.Caused by failure to bypass safety injection signal prior to reducing plant pressure to 325 psig.HPSI pumps secured & safety injection tanks isolation valves shut. NARBUT.P.P., JOHNSON.P.H. Region 5, Office of Director. 85/03/14. 1p. 29427:361-29427:361.nt of ref to "500-ft below clouds." Witnesses had no authority to define plume as cloud.Testimony applied to clouds cannot be used for plume as plume relates to FAA distance from cloud rules ROMANO.F.R. Air and Water Pollution Patrol. 85/03/06. KOHL C EDLES.G.J., GOTCHY.R.L. Atomic Safety and Licensing Appeal Panel. 1p, 29492:172-29492:172.
